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JOHN H. DAVIS 

20 EAST TENTH STREET 
NEW YORK. N. Y. 10003 


July 21, 1988 


Mr. Harold Weisberg 
7627 Old Receiver Road 
Frederick, Maryland 21701 

Dear Mr. Weisberg; 

I have your provocative letter of July 17th, in re- 
sponse to mine of the 11th. Many thanks for the most detailed 
response. 


I do not think there is much point in continuing our 
discussion of the issues I raised in my letter unless you 
read the section of the HSCA Appendix to Hearings that addresses 
the issue. I enclose a copy for your convenience. 

I will, however, comment briefly on the matter of 
the shots and the wounds. It appears obvious to me that a 
total of at least five shots were fired from two locations. 

Three came from behind, one from a high elevation that struck 
Connally, two from a lower elevation that struck Kennedy in 
the back and head. At least two more shots were fired from 
the front, one of which struck Kennedy in the throat, the other 
the curbstone that resulted in the slight wounding of Mr. Tague. 

Incidentally I do not agree with Donahue's theory. 

I do agree, however, with his analysis of the trajectory of 
the shot to the rear of the head. It had to have come from 
a much lower origin’ than the 6th Floor window of the Depository 
and one more directly behind the presidential limousine. 

With every good wish. 



Enclosure 


HSCA Vol. VII, pp 23-36. 



